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alum  treatment  plant,  aluminum,  metals 

1781,  356 

Existing 

Quartermaster  Corps  Form 

Book  200-399 

na 

no  date 

Alum  House 

artesian  well,  Crissy  Field 

231,208 

Demolished 

Basic  Infoimaticm 

Drawea:  421 

37189 

1938-1946 

Presidio  of  San  Francisco 

artesian  well,  Crissfy  Field 

231, 208 

DemoUsliied 

Basic  Mcmnation  l-Asp 

'Drmm4tl 

na 

9-7-1937 

Record  oi  Work  Perrormed,  Presidio  Reservation 

artesifln  well,  Crissy  Field 

231.208 

Demolished 

Basic  Information 

DrawET  421 

na 

9-7-1937 

Presidio  Resen'ation,  Record  of  Work  Performed  Showing  Surface 

&  Subsuriace  StiTjctures 

artesian  well,  Crissy  Field 

231 

Existing 

Basic  Infonnation  Map 

Drawer  421 

na 

9-7-193  / 

rrsnoio  Keservauon,  Kecora  oi  wor£  renonuc^  snswu^  smrxa^ 

&  Subsurface  Structures 

bhicksmith  shop 

ill  1  Qrtf*i~m  ti'jt'fT'  [  i'^m<  r*i"^T"m 

LLdl  Lv-I  1 1  Iar>L^I             iJ  j  I  v^i  111 

Rook  SOO-699 

na 

1943 

Gymnasium 

blacksmith  shop 

DOU 

Ocmolishcd 

fill  'jT^i^nn  Q  oti^r  1  i~\m  Q  V*  rf^TTVi 
^LLdl  LCllIlabLCi  ^UlUb  rUllli 

Tin 

LUX 

1941 

Waeon  Shed  -  Rlacksmith  Shoo 

blacksmith  shop 

X  ^  J  J, ,  otw 

JliAIo  Ull^ 

Bnnk  1200-1649 

^^UW  Xv^^ 

na. 

2-6-1943 

Blackssnitfa  Shop 

black^mth  shop 

iXJ  1,  oO't 

MVlGrtlTl  ft 

ATWWRR-i.Ct  Vw^v  7 

1985 

tSsl^ric  American  Buildinis  Survev  Reoort 

holler  blowdown  tank 

DXlSuug 

JDUUQUlg  riml 

FWowrf^r  1 

nWCri.  1 

P-6-78 

3-15-1978 

Boiler  RlowdowTis  Routed  from  Stoirn  to  SanitaiT  Sewer 

boiler  blowdown  tank 

J)  J 

r-\iMiny 

l-^iiil^infT  tin 

nuiiuiiijz  rJdll 

LVi  aVrCl  1 

P-fi-78 

3-15-1978 

Boiler  Slowdowns  Routed  Irom  Storm  to  Sanitary  Sewer 

boiler  blowdown  tank 

z 

n-xi^iLiiiy 

LJ ULlLlilikl  I  Idil 

r^aiv^r  1 

P-fi-78 

3-15-1978 

Boiler  Blowdowns  Routed  from  Storm  to  Sanitary  Sewear 

boiler  roc^  aiid  dope  hou^ 

Duliail^  Flelu 

T^fOlTWt" 

nn  Hfftje. 

XXv  IMMJW 

Rftilesr  Rftcftn  tssmiL  Done  House 

1  l(i7  Mil 

H  Yi  '^t  1  n  n 

Drawer  94 

P-56-75 

3-27-1975 

Furniture  Repair  Slop 

1235  S66 

J-^  V'i  11  loi 

RniMnio  Plan 

1-^  Vlllvllllt,  1  L<11( 

Drawer  101 

17188 

2-1-1946 

no  name 

caipentiy  shop 

Odd 

Rnnk  200-399 

1 1-24-1942 

Storeroom  -  Shop 

ea:-p  entry  shop 

Existtng 

Quartermaster  Q^s  Fonn 

na 

r^ammiff^  Ql^/\n 

123%  S6€ 

Demoltsned 

Qcuoteonaster  Corps  Fonn 

Bool  1200*164^ 

na 

nil  1  c\A  1 

Carpenter  Shop 

caipentiy,  wood  aiop 

1170,  M17 

bxistmg 

Huilduitr  I'liin 

L)ra\\'er  z6 

'J- 1 5- 1  yo  / 

Repair  &  Modifications 

chemical  storage 

1398 

Existing 

Basic  iiilbnnalion  Map 

Urawer  l  lo 

no  date 

Reservation  Map 

chemical  storage 

614,609 

Demolished 

Quartermaster  Corps  Form 

Book  500-699 

na 

no&tte 

Chemical  Cart  House 

chranical  storage 

921 

Demolished 

Quartennaster  Corps  Form 

Book  700-999 

na 

6-1-1938 

Chranical  Truck  House 

chemical  warfare 

681 

Existing 

Quartermaster  Corps  Form 

Book  500-699 

na 

1942 

Chemical  Warfare 

coal  bin 

604,605 

Demolished 

Quartermaster  Corps  Form 

Book  500-699 

na 

1942 

Coal  Bin 

commissary 

252 

Demolished 

Army  Archive  Box  File 

ADPWEE-2  box  7 

C-1073 

1987 

Final  Environmental  Assessment,  Proposed  Commissary 

Relocalion,  Presidio  of  San  Fraicisco,  US  Amry  Corp  of 

commissary  -  FX  building  #3 

609 

Demolished 

Basic  Infonnation  Map 

Drawer  423 

37205 

12-6-1972 

General  Site  Plan 

commksaiy  railroad  warehouse 

1187,  M8 

Existing 

Army  Archive  Box  File 

ADPWEE-2  box? 

C-1073 

1987 

Final  Envirormiental  Assessment,  Proposed  Commissary 

Relocation,  Prraidio  of  San  Francisot^  US  Army  Coip  of 
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Environmental  Operation  ^f^"'^  Status  Document  Type 


cacnimi^ary  railroad  war^ouse 

1186.  M7 

:^dstix^ 

Army  Archive  Bgk  File 

(fenlal  clinic 

1808 

Building  Plan 

datitallab 

93 

Demolished 

Building  Plan 

dental  lab,  chrcaite  &Sshing 

1242,  E44 

dipping  vat,  arsenic  ? 

665 

DemoHshed 

Building  Plan 

dipping  vat,  arsenic  ? 

666 

Demolished 

Quartermaster  Corps  Fonn 

dipping  vat  pump  house,  arsenic  ? 

664 

Demolished 

Quartermaster  Corps  Form 

dry  cleaning 

1047 

E?dsting 

BmldingPlan 

diy  deanmg  &  Isiiodty*  bakery 

228 

Existing 

1985  Historic  Building 

electric  motor  repair  shop 

1231,  S64 

Existing 

1985  Historic  Building 

electric  repair  shop 

1186,7 

Existing 

Building  Plan 

electric  shop 

107 

lasting 

Building  Plan 

electrtfi  sVtnn 

284 

Demolished 

RattiiftTfrihmurtiftn  Man 

electrical  cc|uipniQit,  main  telephone 

67 

Existing 

1985  EMxmc  Building 

exchange 

electrical  equipment,  radio  MARS 

314 

Existing 

1985  Historic  Building 

station 

electrical  equipment,  radio  receiving 

966 

Existing 

1985  Historic  Building 

electi'ical  equipment,  radio  receiving 

312 

Existing 

1985  Historic  Building 

eleoteeal  equipmentnaoni 

979 

Existing 

Building  Plan 

elefi&tic^  equipiieni,  te^l«|toie 

67 

BuiMingPlan 

electrical  equipment,  telephone 

1398 

Existing 

1985  Historic  Building 

electrical  equipment,  transmitter 

1450 

Existing 

Building  Plan 

electrical  mamtenance  shop 

643 

Existing 

1985  Historic  Building 

electrical  substation 

70 

Existing 

Building  Plan 

electrical  substation 

107 

Existing 

Building  Plan 

electrical  substation 

680 

Existing 

1985  Historic  Bmlding 

electrical  transformer 

4-16 

Building  Plan 

electrical  transforms 

6S 

Existing 

Building  Plan 

^:&(£Eri(^  Mi^teer 

289 

D^oHsdied 

Basic  Information  Map 

electrical  transformer 

680 

Existing 

Building  Plan 

electrical  transformer 

611.609 

Demolished 

Quartermaster  Corps  Form 

electrical  transformer 

923 

Existing 

Quartermaster  Corps  Form 

elec^cal  transf<»ins 

927 

Existii^ 

Quartennaster  C(»:ps  Form 

electrical  trmisf(»imr 

946 

Existing 

Quartermaster  Corps  Form 

Presidio  of  San  Francisco,  Army  Records  Center,  Historical  Environmental  Document  Survey, 
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ADPWEE-2b0K7 

C-1073 

1987 

Final  Environmental  Assessment,  Proposed  Commissary 

Relocation,  Presidio  of  San  Francisco,  US  Army  Corp  of 

Drawer  119 

50961 

no  date 

Dental  Clinic,  Floor  Plans,  Public  Health  Service  Hospital 

Pra;i!t^l6 

P-11-51 

1-2-1951 

MtBtS&ons  to  Central  Doital  Lf^ 

Dsa^lOl 

P-53-61 

4-20-1961 

CcHiversion  of  Wardicmse  to  Dental  Lab 

Drawer  S8 

1932 

Dipping  Tank 

Book  500-699 

na 

1932 

Dipping  Vat 

Hook  500-699 

na 

1932 

Pump  House  for  Dipping  Vat 

Drawer  80 

16038 

5-10-1944 

Alterations  to  Diy  ^eaidng  Plant 

ADPWEE-2  box  7 

m 

1985 

Historic  American  Buildings  Sui-vey  Reptirt 

ADPWEi:-2  box  7 

na 

1985 

Historic  American  Buildings  Sui'vey  Report 

Drawer  2 

12402.1 

^  1 ^  1 n  CO 

Electric  Shop,  Proposed  Floor  Plan 

Drawer  25 

PSF  13-46 

6-25-1946 

Addition  to  Hectric  Shop 

Drawer  218 

11685 

DO  dale 

ADP"WEE-2  box  7 

na 

1985 

Historic  Amaicm  Bmlding  Survey  Report 

ADPWEE-2  box  7 

na 

1985 

Historic  American  Buildii^  Sinrey  RepOTt 

ADPWEE-2  box  7 

na 

1985 

Historic  American  B\iildings  Survey  Report 

ADPWliE-2  box  7 

na 

1985 

Historic  American  Buildings  Survey  Report 

Drawer  67 

52-16-141 

9-7-1956 

Floor  Plan 

DcawetH 

GTD-5EAX 

7-28-1987 

PfeUnmui^  Floor  Pltei 

ADPWHR-2  box  7 

na 

1985 

Historic  American  Buildings  Survey  Report 

Drawer  1 1 1 

17705 

4-19-1941 

Transmitter  Bldg. 

ADPWEE-2  box? 

na 

1985 

H^toiic  American  Buildings  Survey  Report 

Drawa*  16 

P-61-83 

3-8-i983 

Repair  Electrical  Fault  Damage  Substaticai  10 

Drawer  25 

1-889 

12-1-1908 

Transformer  Sub-Station 

ADPWEB-2  box? 

na 

1985 

Historic  American  Buildings  Suivey  Report 

Drawer  1 

P-19-61 

12-1-1960 

Installation  of  Electric  Feeders,  Services  and  Transformers 

Drawer  14 

P-61-64 

1-20-1964 

tm^otmet  &  Ptte^Mocadon 

Derosas 

11685 

Drawer  59 

P-106-80 

6-26-1980 

Transformer  Storage  Area 

Book  500-699 

na 

no  date 

Transformer  House 

Book  700-999 

na 

2-29-1940 

Transformer  House 

BqoIc7O0^99 

11-28-l^S 

Ttm^xrm  Building 

Bode  700-999 

na 

1940 

Transformer  House 

Youngkin,  Community  Member,  Restoration  Advisory  Board,  1996 


Page 


Environmental  ODeration 

Number 

Status 

Document  Tvpe 

Location 

Number 

Document 
Date 

Document  Name 

electriGal  transfconKr 

67 

fisting 

Bml^oigFl^ 

P-61-64 

1-'^0^19&4 

electrical  transformer  and  equipment 

107 

Existing 

Building  Plan 

Drawer  25 

1 1  -03  -64 

11-19-1960 

Addition  to  Power  Supply  for  ADP  &  Communicatibn  Centra: 

FDS  and  424K  oil  tank  near  Bldg.  93 1 

931 

bxislmg 

Basic  Information  Map 

Drawer  53 

13531 

1900+ 

Fort  Scott  map  in  folder  for  buildings  618-63 1 

liring  range 

661 

hxistmg 

Building  rlan 

Drawer  57 

Conversion  of  Bldg  661  to  AG.  Publications 

flrii^  range 

1369 

Existing 

Building  rlan 

Drawer  109 

p-3z-J  / 

T*wl'>Vrf4H*«               "Pjfc^^jiw* . 

uMOoF  r iSiDi  Kan^ 

firing  range 

1369 

Existing 

Buildmg  Plan 

Drawer  109 

175n4 

2-28-1941 

Indoor  Rifle  Range  Hou% 

firing  range 

1369 

bxistmg 

Buildmg  Plan 

Drawer  109 

nil  C7 

r-33-57 

5-2  /-195  / 

Outdoor  ristoj  Range 

tiring  range 

1600  area 

Demolished 

"1  J  ■  Til 

Building  Plan 

Drawer  1 17 

182oU 

5-10-1961 

Post  Skeet  Range 

firing  range 

Cemetffly 

T\_-|_.-.-    -  1  !  rilt.-.  .-^ 

Uemoiisned 

i>i!xwer4Zi 

31 1.30 

MSp  01  UK  rresiaio  oe  isaurrancisco 

firing  range 

LobosOsiBk 

1903 

Me^cnmeMiutacy  F&seii^ftra                  oi  oanrranc^oo 

firing  range 

LobosQ^k 

Demolisbral 

Basic  Infomiation  Map 

Urawer 

1  VUd 

Proposed  Map  of  tbfi  Presidio 

iiring  range 

634 

Uemoiisned 

Quartermaster  Corps  Form 

book  !)UU-oyy 

na 

1942 

Ritle  Range 

tiring  range 

635 

Existing 

Quartermaster  Corps  Form 

Book  500-699 

na 

1939 

Machine  Gun  Range 

firing  mtge 

Demoliftoea 

Quartermaster  Cocps  Form 

oooK  /uu-yyy 

na 

KlUe  KBOgC 

Sxmg  range 

1369 

r.xisting 

Quartermaster  Corps  Form 

Book  1200-1649 

na 

D-25-1942 

Rule  Range 

firing  range 

Lobos  Creek 

Demolished 

Basic  Information  Map 

Drawer  420 

191 5 

I'orl  Scott  ' 

tiring  range 

675 

Demolished 

Basic  Information  Map 

Drawer  ? 

reierence  incomplete  tor  this  record 

firing  range,  generator 

Lobos  Creek 

DemolisQied 

Basic  Infonnation 

Drawer  95 

17075 

1-1-1921 

no  name  -  old  blue  linen  map 

1338,  S39 

1985  IfistodG  Buildmg 

ADPW^2te7 

na. 

1985 

Hstoik  Asisaiean  Bwk&igs  Sucviey  Bs^^ 

firmer  comniissaiy  warehouse 

251 

Demoli^ied 

Army  Archive  Box  File 

ADPWEE-2box7 

C-1073 

1987 

Final  Environmental  Assessment,  Proposed  Commissary 
Relocation,  Presidio  ol  San  FianciscOj  US  Aimy  Corp  of 

fijel  depot 

534 

Demolisaed 

Basic  Information 

Drawer  453 

ii-113 

2-15-19/4 

(ieneraliat^UJa  tnjei  JMti|) 

J0        t     J"    J.  A. 

mm.  w^mum  s^rstem 

1244,  E51 

Existii^ 

Buildup  Plan 

Drawer  102 

17222 

4-2-194? 

Area  vi<ani^  mag.  51 

fuel  distributicm  system 

FDS 

lasting 

Basic  Information  Msg 

Drawer  423 

8-1-1943 

Gas  and  Oil  Lines  of  the  Presidio  and  Ft.  Winfield  Scott 

fuel  distribution  system 

970 

Rdsting 

Basic  Monnation  Map 

Drawer  485 

1910 

Plan  for  OU  Storage  Tank  and  Pipeline,  Ft,  Winfield  Scott,  Supply 
tor  ruu^^g  oiauon  at  LiODos  ureeK 

fij^  (JMiWion  system 

1356 

B^EOC  Monnatioia  1^ 

Dtftwa4S3 

E-113 

2-15-1974 

ftiel  dktribtition  system 

1356 

Demolished 

Basic  Information  M^ 

Drawer  485 

1910 

Plan  for  Oil  Storage  Tank  and  Pipeline,  Ft.  Winfield-Scott,  Svtpply 
for  Pumping  Station  at  Lobos  Creek 

fUel  distribution  system 

304 

-  hit. 

JjempuSoBa 

Basic  lofisrnu^Qtl  Mqi 

i>rawia^453 

O  1 C  1 OIA 

Z-13-lvM- 

fad  dMbuicsl  ^rste 

304 

DemoHa&bd 

BaSEu:  bfbtmatiQa 

D!r^wea-4S3 

11-1-1970 

Detail  litjuid      ii^jsp,  sheet  7 

fuel  oil  healer  yhed 

287 

Demolishai 

Basic  Infoimation  Map 

Drawer  28 

11685 

no  date 

Shops  &  Yard  Layout 

&el  oil  line-6"  &  AST  tanks 

268  area 

DemolisJied 

1995  Thompson  Study 

Drawer  421 

Thompson  Map 
oet 

na 

7-1-1909 

Historic  Base  Map,  Main  Post  Area  1 909 

967 

^stmg 

B"acK7(ffl^59 

5^30-1941 

Oil  Funp^  Sts&bEai 

fuel  oil  stoE^tRr^ 

971 A 

Quartermaster  Corps  Form 

Book  700-999 

na 

6-30-1941 

ruel  Oil  Storage  lank 

fuel  oil  storage  tank 

1349,  P213 

Demolished 

Quartermaster  Co:"ps  Form 

Book  1200-1649 

na 

6-30-1941 

Oil  Storage  Tank 
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m 

]^$t&^ 

Building  Plan 

Drawer  57 

192-25-352 

12-13-1973 

Rehabililation  of  Builidings  650-65 1 

fuel  oil  tEink  1088  at  building  1040 

1088, 1040 

Rdstiitg 

1985  Historic  Building 

ADPWEE-2  box  7 

na 

1985 

Historic  American  Buildings  Survey  R^ort 

fuel  oil  tank  &  pipeline 

1398 

Existing 

Building  Plan 

Drawer  67 

9-1-1910 

Plan  for  Oil  Storage  Tank  &  Pipeline 

fuel  oil  tank  pumphouse 

971 

Existing 

Buildii^  Plan 

Drawer  67 

9-1-1910 

Plan  for  Oil  Storage  Tank  &  Pipeline 

fiael  oil  tank  T304 

304 

Demolished 

Quartermaster  Ccaps  Fonn 

Book  200-399 

na 

7-16^1940 

cm  Tank 

fuel  oil  tanks 

718-733 

EKistintg 

Basic  Information  Map 

Drawer  453 

11-1-1970 

Detail  Liquid  Fuel  Map,  sheet  8 

fuel  oil  tanks 

750-751 

Basic  Information 

Drawer  453 

11-1-1970 

Detail  Liquid  Fuel  Map,  sheet  8 

fuel  storage  tank 

970 

Existing 

Building  Plan 

Drawer  485 

18936 

no  date 

Demolition  of  4  Tanks 

1356 

Building  Plan 

Drum  485 

18936 

no  date 

DemoUticm  of  4  Tanks 

304 

BuilditigHm 

18936 

no  date 

Dem^^m  0f  4  Tanks 

fUel  storage  tanks 

1040 

Existing 

Basic  lintcnmation  Map 

Drawer  485 

192-25-408, 

no  date 

Construct  Underground  Fud  Storage  Facilities  for  Steam  Plant, 

62345 

Utility  Details 

&el  storage  tanks 

1349 

Demolished 

Building  Plan 

DrQWisr485 

18936 

no  date 

Demolition  of  4  Tanks 

1260 

Existing 

Etesic  Bafismation  M^ 

Dm!re!r4S3 

2-15-1974 

0@BQsral  liquid  Fii^  Map 

fiieltank 

1264 

Demolished 

Biisic  InfomiittionM^ 

Drawer  453 

2-15-1974 

Gooexal  liquid  Fuel  Map 

fiieltank 

1347 

Existing 

Buildmg  Plan 

Drawer  102 

P-4-78 

11-1-1877 

Dike  Around  Tanks 

fiieltank 

1260 

Existing 

Basic  Infoimation  Map 

Drawer  453 

U-1-1970 

Detail  Liquid  Fuel  Map,  sheet  1 1 

iueltank 

1750 

Existing 

Basic  In&nnatLon  M^ 

Drawer  453 

11-1-1970 

Detail  Liquid  Fuel  Map,  sheet  6 

fuel  tanks 

1264 

Demolished 

Building  Plan 

Drawer  102 

P-4-78 

11-1-1877 

Dike  Around  Tanks 

fuel  underground  storage  tank 

34 

Existing 

Building  Plan 

Drawer  2 

P-7-89 

5-3-1989 

Remove  Existing  Tank  &  Install  New  5000  Gallon  UST 

fuel  underground  storage  tank 

1450 

Existing 

Building  Plan 

Drawer  1 1 1 

17707 

no  date 

Layout  &  Site  Plan,  Launcher  Area 

fie^  iMderground  tanks 

1601 

Existii^ 

Building  Flan 

Drawer  117 

18434 

5-6-1943 

General  Plan,  Combined  Mine  Casemate  MC2,  MC3 

gasQte^n^Mm 

637 

Degpctcdished 

BinldmgFlan 

Drawer  S4 

P.19-54 

^  diRto 

New  QM  Filling  Station 

gasoline  fuel  disti-ibution  system 

600-900  area 

Existing 

Basic  Information  Map 

Drawer  42 1 

3715! 

6-20-1921 

Air  Coast  Defense  Station,  Crissy  Field  -  General  Layout 

gasoline  fuel  distribution  system 

937 

Existing 

Basic  hiformation  Map 

Drawer  420 

3061,37154 

4-1-1924 

Air  Coast  Detense  Station,  Crissy  Field,  General  Layout 

gasoline  fueling  station 

231 

Existing 

Building  Plan 

Drawer  29 

P-17-83 

7-14-1983 

Install  Hi:w  Ov»li£»d  Doc^ 

gasoline  &elmg  station 

231 

Existing 

Building  Plan 

Drawer  29 

Series 

no  date 

Shell  Oil  Sendee  Staticao,  Detail  Plans 

gasoline  fueling  station 

637 

Demolished 

Building  Plan 

Drawer  53 

P-6-67 

9-14-1966 

Gasoline  &  Diesel  Dispensing  Facilities 

gasoline  fueling  station 

638 

Demolished 

Building  Plan 

Drawer  53 

PSF  25-46 

10- 1-1 946 

QM  Gas  Station  Improvements 

gasoline  fueling  station 

637 

Demolished 

Building  Plan 

Drawer  54 

14570 

3-24-1972 

Fuel  Spillage  Interceptor 

gasoline  fueling  sts^m 

975 

Pemaolished 

Building  Plan 

Drawer  67 

P-3-80 

1-1-1980 

^Bp^  of  Gasoline  Tank  andPun^ 

975 

Demolished 

Bo^^ingPlBn 

P-36-76 

2-13-1976 

@ascdine  Vj^qt  Reeovay  System,  Nfilitaty  Service  Statical 

gasoline  fueling  sfti^fesa 

1221,  S140 

Existing 

Building  Plan 

Draw^er  100 

17157 

1-28-1946 

Post  Exchange  Gas  Station 

gasoline  fueling  station 

1221,8140 

Existing 

Building  Plan 

Drawer  100 

17156 

6-15-1945 

Proposed  Service  Station 

gasoline  fueling  station 

30 

Demolished 

Basic  Information  Map 

Drawer  421 

37168 

7-1-1939 

Water  and  Sewer  Lines  of  the  Presidio  and  Ft.  Winfield  Scott 

gasoHne  fueling  statitm 

991,994, 995, 

D^olished 

Basic  Information 

Drawer  421 

nod^ 

Topo  Map  and  Location  Map  of  Fort  Point  Coast  Guard  Stotion 
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Bulldiiiil 
Number 

Status 

Document  Tvpe 

Location 

DoGunnent 
Nunnber 

Document 
Date 

Document  Name 

gasoline  foelii^  station 

B|t^  Mffit^toa  Map 

37184 

1942 

Post  &|e|i»  Le^^tmna  Oi^ilfi^  H^^^^ 

gasoline  fueling  station 

30 

Demolished 

Baste Iilformation  Map 

Drawer  423 

37195 

4-1-1954 

Basic  Inforaiation  Maps  -  topographic  Maps 

gasoline  fueling  station 

30 

Demolished 

Basic  hiformation  Map 

Drawer  423 

1961 

Basic  Information  Maps  -  Topographic  Maps 

gasoline  fueling  station 

638 

Demolished 

Buildmg  Plan 

Drawer  455 

lo/32 

1-30-1953 

New  Q.M.  Filling  Station,  Topographic  ElevatioES 

gasmine  meling  station 

217 

Existing 

Quartermaster  Corps  Form 

Book  200-399 

na 

11-3-1938 

r  ost  iiXEBai^;  utis  station 

gasoline  fiieling  station 

231 

Existing 

Quartermaster  Corps  Form 

Book  200-399 

11-20-1944 

F  X.  Lrasolme  citation 

gasoline  fueling  station 

60 1 . 605 

Demolished 

Quaitennaster  Coips  Form 

Book  500-699 

na 

1939 

Gas  Station 

gasoline  fueling  station 

616,  609 

Demolished 

Quartermaster  Corps  Form 

Book  500-699 

na 

1941 

Gasoline  Station 

gasoline  fueling  station 

637 

Quartermaster  Corps  Fonn 

JW0K^0>-o99 

t& 

1942 

(ios  Station 

gasoline  mding  station 

926 

Bidi^ii^. 

QuarCestnaster  C^3rp^  Form 

Bo^  700-999 

na 

7-15-1940 

Ciasolme  stEraon  &  btorage  1  amc 

gasoline  fueling  station 

926  area 

Demolished 

Quartermaster  Corps  Form 

Book  1200-1649 

na 

6-30-1 941 

Ai  J.' 

Gas  Station 

gasoline  fiieling  station 

1361 

Existing 

Quartermaster  Corps  Form 

Book  1200-1649 

na 

6-30-1941 

Shelter  for  Gasolme  Pump,  Oil  &  Ordnance  Storehouse 

gasoline  lUeluig  station 

1065 

Existing 

1985  fhstoric  Building 

ADPWEE-2  box  7 

na 

1985 

Historic  American  Buildings  Survey  Report 

gasoline  fueling  station 

626, 609 

Demolished 

Army  Archive  Box  File 

ADPEMR-6box2 

na 

2-10-1983 

S^qi^  for  Ai^proval  of  Disposal  of  Buildings.  Army  document  in 
demolition  files 

gasoline  fueling  station 

638 

[;)cmolished 

Quartermaster  Corps  Form 

Book  500-699 

na 

1942 

Gas  Station 

gasoinie  fueling  station 

927 

Existing 

Quartermaster  Corps  Form 

Book  700-999 

na 

7-15-1940 

Gasolme  Station  &  Storage  1  ank 

g^oline  fueling  station 

622, 626, 609 

Demolished 

Building  Plan 

Drawer  53 

P-10-56 

9-14-1955 

Replacmg  of  Fencmg 

gasoline  fueling  station 

638 

Demolished 

Building  Plan 

Drawer  53 

P-10-56 

9-14-1955 

Replacing  oi  l-encmg 

gasoline  ftieling  station 

628,  609 

Demolished 

Building  Plan 

Drawer  53 

P-10-56 

9-14-1955 

Replacing  of  Fencing 

gasoline  fueling  station 

628,  609 

Demolished 

Building  Plan 

Drawer  53 

P-6-67 

9-14-1966 

Gasolme  &  Diesel  Dispensmg  F  acuities 

gascmne  mding,  station  and  pump  house 

ftK^  jf'JU'jr 

622,^6,609 

Demolished 

Quartermaster  Corps  Form 

Book  500-699 

na 

1  A  A  A 

1932 

Gasoline  Pump  Hoi^  fir  Lower  Post  Gas  Station 

gasoline  &dyngststeiaidi»fflxp  house 

624, 626 

Demolished 

Quartennaster  Craps  Form 

Book  500-699 

na 

1^4 

GciS  PU^  BQlXSe 

gasoline  fueling  station  and  pump  house 

928 

Demolished 

Quartermaster  Corps  Form 

Book  700-999 

na 

1  A     A^      1  AAA 

12-27-1939 

Gasoline  Pump  1  louse 

gasoline  fueling  station,  car  wash 

208 

Existing 

Building  Plan 

Drawer  29 

P-17-83 

7-14-1983 

Install  New  Overhead  Doors 

gasoline  fueling  station,  demolition  file 

626, 609 

Demolished 

Army  Archive  Box  File 

ADPWEMR-6  box  2 

filefoldo" 

1503-02 

i^7 

Bldg  Th^  Gas  iMon  -w^  Building 

gasoline  llieling  station  M30 

30 

Demolished 

Basic  Information  Map 

Drawer  423 

1969 

Basic  Information  Maps  -  Topogr^hic  \As^ 

gasoline  fiieling  station,  motor  repair 
shop 

gasoline  fueling  statical,  motor  repair 

628, 609 

Demolished 

Quartermaster  Corps  Form 

Book  500-699 

na 

1942 

Motor  Repair  Shop 

30 

Demolished 

Basic  Information  Map 

Drawer  421 

37181 

1-30-1946 

Warehouse  Ai%a  -  Presidio  San  Francisco 

shops  M22  &  M26 

gasoline  storage  tanks 

637 

Demohshed 

Quartermaster  Corps  Form 

Book  500-699 

na 

no  date 

Gas  lanks 

gasolme  storage  tanks  and  meling  station 

€21,  609 

Quartermaster  Corps  Form 

na 

1945 

Gasoline  Stora^  Tanks 

gasoline  tarn 

62^609 

C^fflrteamaster  Coips  Form 

Boe»E  500-699 

m 

1941 

generator 

639 

Existing 

Building  Plan 

P-9-70 

11 -26- 1969 

New  Addition  to  Building  T-639 

generator 

1244,  E51 

Existing 

Building  Plan 

Drawer  102 

P-2-57 

7-23-1956 

Power  Modifications  in  Generator  Room 
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Building 
Number 


Status 


Document  Type 


^8 

Bi^UigPlm 

generator,  fuel  tank 

68 

Existing 

Building  Plan 

generator,  fuel  tank 

252 

Demolished 

Building  Plan 

generator,  fuel  tank 

639 

Existing 

Building  Plan 

generator,  fiid  tank,  transforiMr 

31 

BtiMngPlaa 

generator,  transformer 

314 

Existing 

Building  Plan 

generatoi-,  transmitter 

308 

Demolished 

QuaiteiTuaster  Corps  Form 

gi'eenhouse 

837 

Demolished 

Quartermaster  Corps  Form 

greenhouse 

1329314 

Demolislied 

Qoartmoate  Cksps  Foim 

greenhouse 

807 

Deoialished 

Quafteiemastea:  Cqijis  Fotm 

greenhouse,  nursery' yard  -  lath  house 

806 

Demolished 

Quartermaster  Corps  Form 

greenhouse,  toolhouse  in  nursery. 

808 

Demolished 

Quartennaster  Corps  Form 

1065 

incmerator 

56 

Demolished 

Building  Plan 

incinerator 

669 

Existiag 

Building  Plan 

incinerator 

669 

QuttrteniutBtG3r  Corps  F(^xn 

incinerator 

1395 

Demolished 

Quartcrm  aster  GoTps  Fonn 

incinerator 

1170.  M17 

Existing 

Basic  InformjatiqdQiMap 

incinerates' 

1065 

Existing 

1^8i5i%tCfficBuiklmg 

incmerator 

1167,  M13 

Existing 

Basic  Biformation  Map 

incinerator 

237 

Demolished 

Basic  Information  Map 

incinerator 

1658 

[demolished 

QuarLermasler  Corps  Form 

incinerator 

237 

Demolished 

Quarteiinasler  Corps  Form 

maciuneshop 

283B 

Demolished 

Building  Plan 

machine  ^op 

283 

Demolished 

Bmlding  PIa& 

machine  stiop 

937 

Existing 

Building  Plan 

machme  diop 

203 

Demolished 

Quartermaster  Corps  Form 

machine  shop 

1357 

Existing 

Basic  Information  Map 

machine 

1365 

Existing 

Basic  Informaticm  Map 

madiine  shop,  ordnance 

924 

Existing 

Building  Plan 

madiine  shop,  ordnance 

931 

Existing 

Building  Plan 

n^shine  shop,  ordnance 

1235,  S66 

Demolished 

Building  Plan 

machine  sbc^^  or&iance 

1355 

Existmg 

madiine  shop,  cffdnanc^ 

1363,  S43 

E^dstii^ 

Building  Plan 

Presidio  of  San  Francisco,  Army  Records  Center,  Historical  En\nronniental  Document  Survey, 


Location 

Document 

Number 

Date 

DWer5 

P-23-63 

111    1  ft  ^1 

1-31-1963 

Drawer  14 

P-94-81 

y  ^  1  ft  £> 

6-7-1982 

Drawer  35 

PRE52-16-148 

no  date 

Drawer  54 

P- 16-68 

4-16-1968 

Drawer  2 

P-1-72 

7-29^^1971 

Drawer  4 1 

11       1h^  Iftfiy 

11-12-1986 

Book  200-399 

na 

4-29-1942 

Book  700-999 

na 

7-19-1940 

Book  1200-1649 

na 

6-30-1941 

Bocat  700-^9 

na 

4-1-1939 

Book  700-999 

na 

4-1-1939 

Book  700-999 

na 

4-1-1939 

Drawar421 

9-7-1937 

Drawer  14 

60-16-1 

2-4-1942 

414-43-328 

Drawa:58 

414:43-224 

5-25-1936 

Book.  500-^99 

na 

1942 

Bode  1200-1649 

na 

ft  n  c    1  ft  J  ^ 

9-25-1942 

Dra^rer421 

9-7-1937 

ADPWEE-2  box  7 

na 

4-ftiin:f 

1985 

Drawer  421 

ft           1  ftft  ft 

9-7-1937 

drawer  421 

t^/ff-t  ft ft 

37182 

1ft     ftft  lft,40 

12-22-1942 

Book  1200-1649 

na 

9-25-1942 

Book  1200-1649 

na 

9-25-1942 

Drawer  38 

1  lift  1  ft 

14213 

no  date 

l^awer38 

14174 

8-15-1950 

Drawer  66 

15576 

no  date 

Book  200-399 

na 

1    J     1  ft  jl  ft 

8-14-1940 

Drawer  421 

371EB 

1ft  ftft    1  ft  j<  ft 

12-22-1942 

DrawM'421 

ft^1  Oft 

37182 

1ft  ftft  iftjtft 

12-22-1942 

Drawer  65 

P-84-80 

6-20-1980 

Drawer  65 

P-50-62 

3-19-1962 

Drawer  101 

17189 

8-7-1942 

Drawer  108 

5-6-52 

11-1-1951 

Drawer  108 

51401 

1920 

Document  Name 

Generator  Shed 

Replacement  of  Standby  Generator  &  Fuel  Tank 

Installation  of  Generator  for  Post  Commissary 

Emergency  Powct  for  Airfield  Control  Tower 

Coii^MDt  Genmttor  BoUding  for  F<^  Ccanm^^iy 

HF/MARS  Station  Upgrade 

Transmitter  Building 

Green  House  &  Store  Room 

Post  Oreen  House 

Nursery  Yffl:d  -Lath  House 

Nurseiy  Yard  -  l.alh  House 

Nursery  Yard  -  Lath  House 

E^ecord  ^Wo^Fe^m^d,  Presidio  Reservation 
U.S.  AntQr  Standard  hicmen^ 

US  Army  Std.  Inoenerator 
Incinerator 

Incinerator 

Record  of  Work  Peiformed,  Presidio  Reservation 
Histes  Ammcan  Birfldir^  fcvey  Rep  ort 
Record  of  Work  Perfiamed,  Presidio  Resen^ticm 

Incinerator 
incinerator 
Incinerator 

Sheet  Ivletal,  Madiine  &  Welding  Shop 

Outlets  for  Machine  Shop 

no  name  -  plan  shows  machine  shop  area 

Blacksmith  Shop 

Buildings  and  Streets,  Presidio  and  Fort  Winfield  Scott 
Buildings  and  Streets,  Presidio  and  Fort  Winfield  Scott 
Install  Exliaust  System-Small  Arms  Shc^ 

Hoist  Monorail 

Temp.  &  Permanent  Buildings 

New  Concs^  Raffi^    Ot^bffl^  ISi^ 

Addition  to  Ordnance  Mactee  Shop 
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machine  shop,  ordnance 

machine  shop,  ordnance 

machine  shop,  ordnance 

machine  shop,  orcfa^oce 

machint;  shop,  ordnance 

machine  shop,  ordnance 

machine  shop  -  ordnance,  paint  booth 

machine  shop,  welding  shop 

maintenance  shop 

maintenance  shop 

maintenance  shop 

maintenance  shop 

maintenance  £dK>p 

maintenance  shop 

m;iintcn;mce  shop,  aircraft 

manitciiance  shop,  searchlights 

maintenance  shops 

maintenance  shops,  hangars 
maintenance  shops,  hangars 
maintenance  shops  with  dope 
maintenance  yard 
medical,  animal  cremator^' 
medical,  animal  hospital  and  lab 
medical,  animal  house 
medical,  bactaiological  lab 
medod^ohemical  storage 
medical,  disinfectant  &  sterilizing  plant 
medical  dispensary 
medical,  Hospital 
medical  laboratc^ 
medical,  LettemusiHo^ital 
medical  x-rays 
metal  salvage 
metal  sal'^age  facility 


Puil^^fl         S^^t„g  Document  Type 


1355 

Baildi%Bai 

1355 

Existing 

Building  Plan 

13S7 

Existing 

Building  Plan 

1355 

Existing 

Quartermaster  Corps  Form 

1357 

Existii^ 

Quartermaster  Corps  Form 

1363 

Existii^ 

Quartermaster  Corps  Form 

1339,  S38 

Existing 

1985  Historic  Building 

640 

Existing 

Building  Plan 

283B 

Bb^  Iscfeffinatkm  Mq) 

643 

Bdstiiig 

Bml^giPlffii 

924 

Existing 

Building  Plan 

1227,  S69 

Existing 

Building  Plan 

1353 

Existing 

Building  Plan 

267 

Demolished 

Quartenn^ter  Corps  Tana 

644 

Existing 

Quartermaster  Coips  Fom 

643 

Existing 

Quartermaster  Corps  Foim 

1353 

Existing 

Quartermaster  Corps  Form 

DEH 

Basic  Monuation  Map 

m 

19S5  HktoricBmlding 

937 

Existing 

1985  Historic  Building 

926 

Existing 

1985  Historic  Building 

933 

Existing 

1985  Historic  Building 

DEH 

Demolished 

Basic  Information  Map 

669 

Existing 

1985  Historic  Building 

668 

Existing 

1985  Historic  Building 

1056 

Existing 

1985  Historic  Building 

1006 

Existing 

1985  Histctric  Building 

1000  + 

Existing 

Building  Plan  ■ 

1047 

Existing 

1985  Historic  Building 

2 

Existing 

Building  Plan 

180(H 

Existing 

Building  Plan 

668 

Existing 

Building  Plan 

1000  + 

Existing 

Building  Plan 

668 

Existing 

Building  Plan 

660 

Demolished 

Building  Plan 

1300  area 

Building  Plan 
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Location 

UOCUmeni 

Document 

Number 

Date 

Drwf  lOS 

17559 

6-10-1954 

Drawer  1 08 

17539 

Drawer  109 

17576 

5-2-1944 

Book  1200-1649 

na 

no  date 

Book  1200-1649 

na 

5-12-1943 

Book  1200-1649 

m 

6-26-1943 

ADPWRE-2  box  7 

na 

1985 

Drawer  54 

P-4-51 

3-8-1951 

Dsi^^tfer  28 

11685 

P-122-80 

7-21-1980 

Drawer  65 

35-01-02 

5-23-1957 

Drawer  100 

P-49-62 

2-23-1962 

Drawer  108 

17537 

no  date 

Book  200-399 

na 

10-31-1939 

Book  500-699 

UB 

1946 

Book  500-699 

na 

1942 

Book  1200-1649 

na 

5-29-1941 

Drawer  28 

11685 

no  date 

ADPW^2bCK7 

na 

1985 

ADPWEE-2  box  7 

na 

1985 

ADPWEE-2  box  7 

na 

1985 

ADPWEE-2  box  7 

na 

1985 

Drawer  29 

11650 

9-26-1962 

ADPWEE-2  box  7 

na 

1985 

ADPWEE-2  box  7 

na 

1985 

ADPWEE-2  box  7 

na 

1985 

ADPWEE-2  box  7 

na 

1985 

Drawer  68 

P-5-88 

2-3-1988 

ADPWEE-2  box  7 

na 

1985 

Drawer ) 

P-2-61 

1-16-1961 

Drawer  119 

Drawer  59 

P-5-66 

5-19-1966 

Drawer  68-83 

Drawer  58 

L-26-61 

6-2-1961 

Drawer  57 

14734 

6-8-1948 

Drawer  103 

P-47-54 

8-31-1954 

Document  Name 

AtmacWtShop 

Ordnanoel^pfflr  Shop 
Alterations  to  Ordnance  Shop 
Ordnance  Repair  Shop 
Ordnance  Repair  Shop 

Ordnance  Shop 

Historic  American  Buildings  Sur\'ey  Report 
Misc.  Alterations  for  Ordnance  Maintenance  Shop 
I^K^  &  YacdLafcnit 
Installation  oi'Bvam  tbsod 
Site  Plan.  Hngineer  Field  MaiKtenaOfflB  Sbc^ 
Renovation  of  FUIF  Maintenance  Shop 
Searohligjit  Repaii"  Shop 
Q.M  Maintenance  -  Storehouse 
Meavy  Equipment  Shed 
Hangar  -  Post  lingineer  Shops 
Searchlight  Repair  Shop 
Shops  &  Yai^  Layout 
Historie  AmieoGan  BiUo^  Surveiy  Riepirt 
Historic  American  Buildings  Sun-cy  Report 
Historic  American  Buildings  Sun'ey  Report 
listoric  American  Buildings  Survey  Report 
Post  ^gineer  Areas  of  Policiy 
Historic  Anicncan  ISuildings  Survey  Report 
Historic  American  Buildings  Survey  Report 
Historic  American  Buildings  Survey  Report 
Historic  American  Buil^ingst  ^m^ey  l^^ort 
Storage  Area  -  h^^smm  Ho^ital 
Historic  American  Buildings  Survey  R^ort 
Repair  to  Porch,  Post  Dispensary 
Floor  Plans,  Public  Health  Service  Hospital 
Oral  Surgery  Research  Fadlily 
Letterman  Hospital  Complex  -  many  detailed  plans 
Installation  of  X-Ray  Room 
Proposed  New  Salvage  Center 
New  Platforms  &  Scrap  Bins 
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metal  salvage,  transfer  statiba 

motor  pool 

motor  pool 

motor  pool 

motor  pool 

motor  pool 

motor  pool 

motor  pool 

motor  pool 

motor  pool 

motor  pool  demolition 
motor  pool  demolition 
motor  pool  demolition 

motor  pool  demolition 

motor  pool  demolition 

motor  pool  demolition 

motor  pool  demolition 

motor  pool  demolition 

motor  pool  demolition 

motor  pool  demolition 

motor  pool  danolition 

motor  pool  deia^ti^ 

motor  pool  demolition 

motor  pool  demolition 

motor  pool  demolition 

motor  pool  demolition 

motor  pool,  gasolme  iuel  distribution 

system 

motor  pool,  gasoline  fuel  distribution 
systan 

motor  pool,  motor  vehicle  maintenance 
motor  pool  motor  vehicle  maintenance 
motor  pool,  motor  vehicle  maintenance 
motor  pfXiL  potor  vdiide  maintraimice 
motor  pool,  motor  vdiiole  mainteimioe 


^^^""^         Status  Document  Type 


landfill  E,  800 

BmldmgP&a 

935 

Existing 

Building  Plan 

1351 

Existing 

Building  Plan 

16,609 

Demolished 

Basic  hiformation  Mf^ 

942 

pasting 

Building  Plan 

938 

Demoli^ed 

Building  Plan 

937 

Existing 

Building  Plan 

934 

Existing 

Building  Plan 

926 

Existii]^ 

BtiUdiiigPlaa 

924 

BtnldittgPlan 

616,  609 

Building  Plan 

625,609 

Demolished 

Building  Plan 

626, 628, 609 

Demolished 

Army  Archive  Box  File 

617,609 

Demolished 

Building  Plan 

623, 609 

Demolished 

Building  Plan 

624,  609 

Demolished 

Building  Plan 

625, 609 

Dranolished 

Building  Plan 

620,  609 

Demolished 

Building  Plan 

627,  609 

Demolished 

Building  Plan 

628, 609 

Demolished 

Building  Plan 

620,609 

Demolished 

Building  Plan 

628, 609 

Demoli$bed 

Buil^iligPlan 

619,  609 

Demolished 

Building  Plan 

ODD,  buy 

Existing 

riuiiamg  r  lan 

623, 609 

Demolished 

Building  Plan 

655, 609 

Demolished 

Building  Plan 

638 

Demolished 

Basic  ^cnmation 

626,  609 

Demolished 

Basic  Information 

976 

:&dstmg 

Building  Plan 

979 

Existing 

Building  Plan 

974 

Existing 

Building  Plan 

983 

Exi^xE^ 

BtiildliagPlan 

982 

Demolished 

Building  Plan 

Location 

r^nf^i  imAiit 

Number 

Document 
D^e 

P- 140-80 

8-7-1980 

Drawer  65 

15302 

5-7-1946 

Drawer  107 

192-25-536 

no  date 

Drawer  421 

22197 

6-1-1928 

I>awer65 

15302 

5-7-1946 

Drawer  65 

15302 

5-7-1946 

Drawer  65 

15302 

5-7-1946 

Drawer  65 

15302 

5-7-1946 

15302 

5-7-1946 

15302 

5-7-1946 

I>awierS3 

P-84-84 

5-21-1984 

Drawer  67 

P-93-84 

1984 

ADPWEE-2box7 

C-1073 

1987 

Drawer  53 

P-84-84 

5-21-1984 

Drawer  53 

P-84-84 

5-21-1984 

Drawer  53 

P-84-84 

5-21-1984 

Drawer  53 

P-84-84 

5-21-1984 

Drawer  53 

P-84-84 

5-21-1984 

Drawer  53 

P-84-84 

5-21-1984 

Drawer  53 

P-84-84 

5-21-1984 

Drawer  67 

P-93-84 

1984 

Drawer  67 

P-9^-$4 

1984 

Drawer  67 

P-93-84 

1984 

Drawer  67 

P-93-84 

1984 

t>tmet67 

P-93-84 

1984 

Drawer  67 

P-93-84 

1984 

Drawer  53 

61616 

1-25-1945 

Drawer  53 

61616 

1-25-1945 

Drawer  67 

52-16-141 

9-7-1956 

Drawer  67 

52-16-141 

9-7-1956 

Drawer  67 

52-16-141 

9-7-1956 

Drawer  67 

52-16-141 

9^7-1956 

Drawer  67 

52-16-141 

9-7-1956 

Documerit  Name 

Debris  Txaos&x  Station 

Alterations  -  4th  Echelon  Motor  Pool 

Upgrade  Motor  Pool  and  Facilities 

Map  of  the  Presidio  of  San  Francisco,  Cal. 

A^Q^ticais  -4^  E^dn  Motor  Bool 

Alterations  -4th  Echelon  Motor  Pool 

Alterations  -4th  Echelon  Motor  Pool 

Alterations  -  4th  Echelon  Motor  Pool 

Alterations  -  4&.  Bdidon  Motor  Pool 

Alteratbas  -  4fti  Ec^on  Motor  Pool 

Demolition  of  J^^klings 

no  name  -  demolition  plan  for  new  commissary 

Final  Sivironmental  Assessment,  Proposed  Commissaiy 

Bj^scatK»B«  Fr^adio  of  San  Franc^o,  US  Army  Corp  of 

Demolition  of  Buildings 

Demolition  of  Buildings 

Demolition  of  Buildii^ 

Demolition  of  Buildings 

Demolition  of  Buildings 

Demolition  of  Buildings 

Demolition  of  Buildings 

no  name  -  demoliticm  pirn  for  n<ew  commissi 

no  name  -  demolition  plan  for  new  commissary 

no  name  -  demolition  plan  for  new  commissary 

no  name  -  demolition  plan  for  new  commissary 

no  name  -  di^ndMon  plan  £^  new  Gommii^aiy 

no  name  -  demolition  plan  for  new  commmaiy 

Existing  QasoHne  Linra,  Presidio  l^fotor  Pool 

Existing  Gasoline  Lines,  Presidio  Motor  Pool 

Motor  Maintenance  Facilities 
Motor  Maintenance  Facilities 
Motor  Mjuntenance  FasiUties 
Mamt^isaiee  B^^lMes 
Motcr  Maintenmce  Fae^liti^ 
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Environmental  Operation 


Building 
Number 


Statos 


Document  Type 


979 

^^t5i 

motor  pool,  motor  vehicle  repair 

628,609 

Demolished 

B^c  Information  Map 

motor  pool,  vehicle  maintenance 

938 

Demolished 

Building  Plan 

motor  repair,  heavy  equipment  repair 

283C 

Demolished 

Basic  Information  Map 

1244,  E51 

motor  repair  school  609 

609,  605 

Demolished 

Building  Plan 

motor  repair  school  &  shops 

16,  609 

Demolished 

Basic  Information  Map 

motor  repair  school  &  shops 

262.  609 

Demolished 

Basic  Information  Map 

motor  repair  school  &  shops 

Basie  iD&AmefiQa  Map 

motor  repitir  es^isM  &  shops 

264, 609 

Basb  It^onuttion  Map 

motor  repair  shop 

934 

Existing 

Building  Plan 

motor  repair'  shop 

1351 

Existing 

Building  Plan 

motor  rep  air  shop 

1351 

Existing 

Building  Plan 

motes:  repa^  shop 

613,609 

Demolished 

Quartermaster  Caps  Form 

motor  repair  shop 

937 

Existing 

Quartermaster  Corps  Form 

motor  repair  shop 

1283.  T79 

Demolished 

Quartermaster  Corps  Form 

motor  repair  shop 

22 

Demolished 

Basic  Intbrmation  Map 

motor  repair  shop  M26  at  Exploratorium 

26 

Dmolished 

Basic  Inf(HXDfflllm>ii^ 

moto  ^  l:)uilding,  mointenartce  shop 

934 

B»dstmg 

19^  H^stesic  Building 

motor  t^tii^ 

934 

Existing 

Building  Plan 

motor  vehicle  gi  easerack 

215 

Existing 

Quartermaster  Corps  Form 

motor  vehicle  grease  rack 

615, 609 

Army  Archive  Box  File 

motor  vehicle  maintenance 

642,  639 

Existing 

Building  Plan 

motor  vehicle  maintenance 

667 

Existing 

Building  Plan 

motc^  vdiicl&midifteaaQce 

667 

Existing 

Building  Plan 

motor  vehicle  mfliaterumce 

920 

Existing 

Building  Plan 

motes:  vehicle  maintenance 

926 

Existing 

Building  Plan 

motor  vehicle  maintenance 

930 

Existing 

Building  Plan 

motor  vehicle  maintenance 

937 

Existing 

Building  Plan 

motor  vehMfeiniiiJJeBmMt 

937 

^cNing 

Building  Plan 

mtior  ■^(hi^  a^ntenance 

937 

iMng 

Building  P^ 

motor  vehicle  maintenance 

979 

Existing 

BdO#igPlan 

motor  vehicle  maintenance 

1229,  S200 

Demolished 

Building  Plan 

motor  vehicle  maintenance 

1244.  E51 

Existing 

Building  Plm 

motor  vehicle  maintenance 

1355 

Existii^ 

Bulling  Plan 

Presidio  of  San  Francisco,  Army  Records  Center,  Historical  Environmental  Document  Survey, 


Location 

uocuiTiein 
Number 

Document 
Date 

Document  Name 

52-16-141 

9-7-1956 

Motor  Mamteaiance  Facilmes 

Drawer  421 

37189 

12-1-1938  - 

Presidio  of  San  Francisco 

Drawer  66 

15606 

10-23-1945 

Motor  Pool  Plot  Plan 

Drawer  28 

11685 

no  date 

Shops  &  Yard  Layout 

Drawer  102 

Pa^j'46 

9o-19'iTO 

Foui^a&cms     Dte^  Se^i^I 

Drawer  53 

^1  Al\ 

6149 

6-3-1922 

Motor  transport  School  Building  609 

Drawer  421 

12-1-1921 

Map  of  the  Presidio  of  San  Francisco,  Cal,  in  Two  Sheets 

Drawer  421 

12-1-1921 

Map  ot  the  Presidio  oi  San  brancisco,  Lai.  m  Iwo  Sheets 

Drawer  421 

12-1-1921 

Map  of  the  Presidio  or  San  Francisco,  Cm.  m  Two  Sheets 

Dfan'er4121 

12-1-1921 

Map  Co: me  niesuuQ)  m  aanJ^anci^,  Cal.  m  1  wo  Sn^ts 

Drawer  66 

15559 

1955 

Motor  Repan  Shop  -  Heatmg 

Drawer  107 

35-02-021 

5-29-1959 

Motor  Repair  Shop  raoilities 

Drawer  108 

35-02-021 

5-29-1959 

Motor  Repair  Shop  Facilities 

Book  500-699 

na 

1938-1943 

Motor  Repair  Shops 

Book  700-999 

1942 

Motor  Repair 

Book  1200- 1649 

na 

6-30-1941 

Motor  Repair  Shop 

Drawer  42 1 

37181 

1-30-1946 

Warehouse  Area  -  Presidio  San  trancisco 

Drawer  421 

37181 

1-30-1946 

Warehouse  Area  -  Pre^dio  San  Francisco 

ADPW^2box7 

na  • 

1985 

Hi^Gi3&  Anu^isan  mldings  Survey  Report 

Drawer  66 

1  5560 

no  date 

Motor  Test  House 

Book  200-399 

na 

10-9-1940 

Post  Exchange  Grease  Rack 

ADPEMR-6  box  2 

m 

240-im 

Request  for  Approval  of  Disposal  of  Buildings,  Army  document  in 
demolition  files 

Drawer  54 

14636 

1 1-20-1963 

Maintenance  Building 

Drawer  58 

P-57-85 

6-7-1981 

Various  Repairs  /  Changes 

Drawer  39 

r-3-51 

10-12-1950 

convaRnuia  ca  mog  oo7 

Drawer  65 

15296 

9-2-1945 

Proposed  Motor  Maintaiance  R^au:  Sht^ 

Drawer  65 

5195 

5-20-1954 

Bldg  926 -Allied  trades 

Drawer  65 

P-46-76 

1 1-1 1-1976 

Replace  Truck  Hoist 

Drawer  66 

P-6-81 

5-11-1980 

Installation  oi  Automotive  Lilt 

Drawer  66 

P-88-81 

Oil  1 

7-17-1981 

Install  Floor  Hydrauhc  Hoist 

Dljtn^OD 

15579 

5-18-1954 

AidzHnottye  Shqj 

Drawer  67 

P-51-72 

10-5-1972 

Automotive  Exhaust  System  for  Mantfaiance  Stu^ 

Drawer  100 

17174 

7-1-1917 

Garage  for  QMC  Motor  Trucks 

Drawer  102 

17217 

4-1-1945 

Motor  Vehicle  Repair  Shop 

Drawer  108 

P-131-83 

1983 

liistall  Automotive  Exhaust  System 

Youngkin,  Community  Member,  Restoration  Advisory  Board,  1996 


Page  9 


Environmental  Operation 


Building 
Number 


Statns 


Document  Type 


Location 


Document 
Number 


Daeument 
Date 


motor  vehicle  maintenance 

618,  609 

Demolished 

Quartermaster  Coips  Form 

Book  500-699 

na 

1938 

motor  vehicle  niamtenance  shop 

1752 

Existing 

Building  Plan 

Drawer  1 17 

192-25-177 

3-26-1962 

mi^tcar  vehicle  maintenance  shop 

628,  609 

Demolished 

1983  histallation 

Army  Depository 

Report  No.  321 

1983 

motor  vehicle  maintenance  shop 

1750, 361 

Existing 

Building  Plan 

Drawer  1 17 

192-25-177 

3-26-1962 

motor  vehicle  paint  &  repair  shop 

938 

Demolished 

Building  Plan 

Drawer  66 

15608 

7-29-1949 

motor  vehicle  refmishing  shop 

926 

Existing 

Building  Plan 

Drawer  65 

149-49R 

9-27- 1 950 

motor  v^cle  repair  shxsp 

283C 

Demolished 

Building  Plan 

Drawer  38 

14212.1 

no  dale 

OZo,  DU7 

Demohs^ed 

Ai!;^  Andin^  Bi^  Hie 

ALirWA-l  uOX  lU 

ij'^er  No.  38 

1972 

motor  v^ole  r^air  shop 

619,609 

Demolished 

Army  Archive  Box  File 

ADPEMR-6box2 

na 

2-10-1983 

motor  vehicle  storage 

620, 609 

Demolished 

Army  Archive  Box  File 

ADPEMR-6  box  2 

na 

2-10-1983 

motor  vehicle  storage 

625. 609 

Demohshed 

Army  Archive  Box  File 

ADPEMR-6box2 

na 

2-10-1983 

motor  vehicle  stOTage 

629,609 

Demolished 

Array  Archive  Box  File 

ADPEMR-6  box  2 

na 

2-10-1983 

motor  vehicle  wash  platform 

295 

Demolished 

Basic  Information  Map 

Drawer  28 

11685 

no  date 

motor  vehicle  wash  platftMin 

296 

Demolished 

Basic  Infonnation  Map 

Drawer  28 

11685 

no  date 

motor  v^Mctte  platform 

267 

Demolished 

Bnilc&tgFliin 

DraWGi37 

P-36-62 

no  date 

motor  vehicle  wjishplai^bnii 

1351 

Existing 

Building  Plan 

Drawer  1 07 

P-7-78 

1-31-1  97S 

motor  vehicle  wash  platform 

1648 

Existing 

Building  Plan 

Drawer  1 1 7 

18317 

6-21-1953 

liiULUi  VCiXXUlC  waSil  piaLLUiili 

uemoiisiieu 

Quartermaster  Corps  bomi 

u,.^i,  (inn 

DooK  /uu-yyy 

9-13-1940 

motor  vehicle  wash  rack 

926 

Existing 

1983  Installation 

AmgrDqjoshoty 

Report  No.  321 

1983 

motor  vehicle  wash  rack 

927 

Existing 

1983  Installation 

AnayDepositOTy 

Report  No.  321 

1983 

motor  vehicle  wash  rac^ 

628,609 

Demolished 

1983  Installation 

Am^  Depository 

Report  No.  321 

1983 

Mountain  Lake 

Mountain  Lake 

Existing 

Basic  Information  Map 

Drawer  420 

5-141 

3-12-1974 

Mountain  Lake 

Mtn.  L^ce, 

Existing 

Basic  Infonnation  Map 

Drawer  420 

10-8-1878 

mtiM       shop,  gymnasium 

122 

Bdsfing 

1985  Historic  Building 

ADPWEE-2box7 

na 

1985 

multi  craft  shops 

122 

Existing 

Building  Plan 

Drawer  26 

31-21-06 

2-8-1973 

multi  crafts  shop 

664 

Demolished 

Building  Plan 

Drawer  58 

P-42-71 

no  date 

multi  crafts  shop,  motor  vehicle 

662 

Existing 

Building  Plan 

Drawer  57 

P-65-61 

10-20-1961 

mainteofflice 

oil  room 

1354 

Existing 

Building  Plan 

Drawer  108 

17479 

5-1-1915 

Document  Name 

Third  Motor  Bocfy  Shop 
USAR  Center 

Army  Environmental  Center,  Installation  Assessanent  of  Presidio  of 
San  Francisco,  Env.  Scieaice  &  j&^jneering.  Inc.,  Gmnesville, 
USAR  Center 

Addition  to  Paint  &  Repair  Shop 
Refinisliing  Shop  Bldg  926 
Heavy  nquipnicnt  Repan  Shop 

A  Deeply  Buried  Abor^ndl  ^ssle^&im  the  U  J.  Am^  Pi^dio 
Request  for  Approval  of  Di^osal  ctf  Buildings,  Army  dcMJument  in 
demoUtion  files 

Request  for  Approval  of  Disposal  of  Bmldings,  Army  document  in 

demolition  files 

Request  for  Approval  of  Disposal  of  Buildings,  Army  document  in 
demolition  files 

Request  ^  A|yproval  of  Disposal  c^BuilSin^  At^tiQ^teum!^  In 
demolition  files 

Shops  &  Yard  Layout 

Shops  &  Yard  Layout 

New  Oas  Line  to  Steam  Cleaning  Bqui^ament 
Aute)  Wash  Rack 
Wash  Platform 
Wash  Rack 

AnnyEnvironmefltal  Center,  Installation  Assessment  of  Presidio  of 
San  Francisco,  Eiiv.  Science  &  Engineering,  1m,^  Gainesville, 

Army  Environmental  Center,  Installation  Assessment  of  Presidio  of 
San  Francisco,  Env.  Science  &  Engineering,  Inc.,  Gauiesville, 

ArnQr  BovntJnnieiital  C^it^,  ListaUationteessment  of  Presidio  of 

SaaEtahcisco,  Env.  Science  &  Engineering,  Inc.,  GainesviUe, 

Historical  Compiisite  Map  1  870  vs.  1974 

Plat  of  Maiune  Hospital,  Engmeer  Office  Map 

Hstoric  Amerii^  Buildii^  Surviey  K«|K3Ct 

Multi  Crafts  Shop  Addition 

Multiple  Crafts  Shop 

Alterations  to  Special  Services  Auto-Craft  Shop 
Electric  Wiring  at  Battery  Saffbld 
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Environmental  Operation  Buildinq         status  Document  Type 


oil  ^araUa: 

267 

Demolished 

Building  Plan 

oil  separator 

662 

Existing 

Building  Plan 

oil  separator 

619,  609 

Demolished 

Building  Plan 

oil  separator 

926 

Existing 

Building  Plan 

oil  sejMffator 

979 

Exiting 

BuiMingPlan 

oil  separator 

267 

Demolished 

Building  Plan 

oil  separator  at  T295,  Coast  Guard 

295 

DemoUshed 

Building  Plan 

oiaiion  ( 

oil  Storage 

640 

Costing 

Building  Plan 

oil  storage 

671 

Existing 

Quartermaster  Corps  Form 

oil  storage  house 

624. 609 

Demolished 

Army  Archive  Box  File 

oil  storage  shed 

929 

Existing 

Quartermaster  Corps  Form 

oil  storage  tank 

286 

Demolished 

Building  Plan 

oil  storage  tank,  waste  oil 

662 

Existing 

Building  Plan 

oil  tank 

DEH 

Demolished 

Building  Plan 

ordnance 

649 

Existing 

Building  Plan 

ordnance,  ammunition  magazine 

95 

Existing 

1985  HistariBBuildmg 

ordnance  electric  shop,  transformer 

680 

Existing 

Quartermaster  Corps  Form 

ordnance,  generator 

1228,  SI 65 

Existing 

Building  Plan 

ordnance,  generator 

1286 

Demolished 

Building  Plan 

ordaance  magazine 

617. 609 

Demolished 

Building  Plan 

ordnance  magazine 

1470, 1473 

Existing 

Building  Plan 

ordnance,  mine  loading  houses 

986 

Existing 

1985  Mistonc  Building 

ordnance,  mine  loading  houses 

985 

Existing 

1985  Histonc  Building 

ordnance  sbsrage 

1340.  S204 

Existit^ 

1985  Historio  Building 

(»:dnance  storehouse 

1339.  S38 

Existing 

BiMcigPlm 

ordnance  storehouse 

207 

DemoUshed 

Quartenmister  Corps  Form 

ordnance  storehouse 

221 

Demolished 

Quartermaster  Corps  Form 

ordnance  storehoi^ 

1361 

Existing 

Quartermaster  Corps  Form 

ordnance  warehouse 

635 

Quartermaster  Corps  Form 

ordnance  warehouse 

633 

Existing 

Quartermaster  Corps  Form 

ordnance  warehouse 

1340,8204 

Existing 

Quartermaster  Corps  Form 

ordnance  warehouse 

632 

Existing 

Quartermaster  Corps  Form 

ordnance,  warefcouse 

631 

Ejdsdng 

Quartenn£^ter  Corps  Form 

ordnance  w^^ouse,  paint  &  oil  building 

1338,  S39 

^dstii^ 

Quartenn£^ter  Ccops  Form 

Presidio  of  San  Francisco,  Army  Records  Center,  Historical  Environmental  Document  Survey, 


Location 

L/  u  u  u  1 1  Id  11 

Docmnettt 

Number 

Date 

Drawer  3? 

35-02-19 

11-27-1972 

Drawer  37 

35-02-19 

11 -27-1 972 

Drawer  37 

35-02-19 

1 1-27-1972 

Drawer  37 

35-02-19 

11-27-1972 

Dtsstre:  37 

35-02-19 

11-27-1972 

Drawer  37 

P-16-67 

no  date 

Drawer  37 

P-16-67 

no  date 

DEawer54 

P-126-64 

5-15-1964 

Book  500-699 

na 

no  date 

ADPEMR-6box2 

na 

2-10-1983 

Book  700-999 

na 

12-27-1939 

Drawer  39 

14233 

1 1-1-1961 

Drawer  57 

P-63-77 

10-31-1977 

Drawer  28 

15/61 

All  rt/^  ^ 

9-1-1922 

Drawer  55 

Series 

A  J- 

no  date 

A0PW^2  bcK? 

na 

1985 

Book  500-699 

na 

1942 

Drawer  102 

P-13-69 

8-1-1969 

Drawer  102 

P-13-69 

8-1-1969 

Draws:  53 

P-32-79 

no  aate 

Drawer  53 

Pn32-79 

no  date 

ADPWEE-2  box  7 

na 

1985 

ADPWEE-2  box  7 

na 

1985 

ADPWEE-2  box  7 

na 

1985 

Drawer  107 

17468 

3-16-1943 

Book  200-399 

na 

no  date 

Book  200-399 

na 

4-11-1942 

Bod;:  1200-1649 

na 

6-30-1941 

Book  500-699 

na 

no  date 

Book  500-699 

!^ 

1935 

Rook  1200-1649 

na 

6-30-1941 

Book  500-699 

na 

1935 

Book  500-699 

na 

1935 

Book  1200-1649 

na 

6-30-1941 

Document  Name 

Sediment  &  Oil  tote^^rtor  Details 
Sediment  &  Oil  Interceptor  Details 
Sediment  &  Oil  Interceptoi  Details 
Sediment  &  Oil  Intea'ceptor  Details 
^teent^  €^  Meeoepixxt  TkM^ 

Sediment  &  Oil  Interceptor  for  Existing  Vehicle  Wash  Platforms 
Sediment  &  Oil  Interceptor  for  Existing  Vehicle  Wash  Platforms 

Qteaae  &  Oil  Storage  Building 

Oil  House 

Request  for  Approval  of  Disposal  of  Buildings,  Army  document  in 
demolition  iUes 

Gasoline  Pump  House 

Concrete  Cradle  for  Bituminous  Tank 
Waste  Oil  Storage  Tank 
Tank  Storage  -  Bituminous  Material 
AmnGay- Reserve 

I^Stori^Anii^ican  Buildings  Survey  Report 

Ordnance  Storehouse 
Arms  Room 


Floodlights,  Central  Magazines 

Floodlights,  Centi'al  Magazines 

Historic  American  Buildings  Sui"vcy  Report 

Historic  American  Buildings  Survey  Report 

Historic  American  Btiikyngs  $urvef  R^ort 

Ordnance  Storehouse  BIdg 

Powder  House  for  Saluting  Gun 

Ordnance  Storehouse 

Shelter  for  Gasoline  Pump,  Oil  &  Ordnance  Storehouse 

Ammunition  Warehouse 

Ammunition  Warehouse 

Ordnance  Warehouse 

Ammunition  Warehouse 

Ammunitifm  Warehouf^ 

Ordimce  Warehouse  -  Paint  &  Oil  Buildmg 
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Environmental  Operation 


BuiMina 
Number 


Status 


Document  Type 


pmnS  fesSl,  maohtoe  shop  -  ordnance 

640 

BuiMgPlfiii 

paint  &  oil  shed 

298 

Demolished 

Basic  Information  Map 

paint  &  oil  storage 

2Q« 

Demolished 

Quartermaster  Corps  Form 

paint  shop 

Demolished 

Basic  Information 

paint 

285 

Dranolished 

Building  Plan 

paint  shq) 

926 

Existing 

Building  Plan 

paint  shop 

926 

Existing 

Building  Plan 

paint  shop 

938 

Demolished 

Building  Plan 

paint  shop 

927 

Existing 

Quartecmi^ter  Co^s  Fotm 

976 

Bid^mg 

Qua:ter££iaater  Cc^s  Fdrxn 

paint  shop 

1227,  S69 

lasting 

Quartermaster  Corps  Form 

paint  shop,  oil  storage 

981 

Demolished 

Quartermaster  Corps  Form 

paint  shop,  quatermaster  shop 

1227.  S69 

Existing 

1985  Historic  Building 

{Muat^jray  booth 

284 

Demolished 

Building  Plan 

paint  storehouse 

1233,8170 

Existing 

Quartermaster  Corps  Form 

paint  warehouse 

225 

Existing 

Quartermaster  Corps  Form 

parachute  facihty 

920 

Existing 

1985Fhstoric  Building 

pesticide  steerage  and  mixing 

299 

Demolished 

Basic  Infcnmation 

560 

Quailmaaster  CEffps  Foim 

photo  lab 

950 

Existing 

Quartermaster  Corps  Form 

photo  lab 

950, 966 

Existing 

Quartermaster  Corps  Form 

photo  lab,  chemical  truck 

965 

Demolished 

Quartermaster  Corps  Form 

photo  lab,  film  lab 

603 

^sting 

1985  Historic  Building 

photogi-aphic  dark  vomas 

904 

Demolished 

Building  Plan 

photographic  dai'k  rooms 

909 

Demolished 

Building  Plan 

playground  at  EPA  contamination  site 

14jU 

Existing 

Basic  Information  Map 

plumbing  shop 

282 

Demolished 

Basic  bf(smati(m  Me^ 

plumbing  shc^ 

m 

Existing 

1985  Historic  Building 

Post  Motor  Pool,  gasdliae  ftiding  station 

626.628.609 

Donolished 

Basic  Informaticni  Msip 

power  hoiee 

1040 

Existing 

Building  Plan 

power  plant 

1398,  S68 

BxMing 

DltoaitionM^ 

power  plant 

1398.  S68 

Existing 

Building  Plan 

power  plant 

1398.  S68 

Existing 

Building  Plan 

powea:  plant 

1398,  S68 

Existing 

Building  Plan 

power  plant 

1398, 1367 

E^dsting 

Quartemuister  Corps  Form 

Presidio  of  San  Francisco,  Army  Records  Center,  Historical  Environmental  Document  Survey, 


Location 

L/ocumeni 
Number 

Document 
Date 

I>mwer54 

P-4-51 

3-8-1951 

Drawer  28 

1 1685 

no  date 

Book  200-399 

na 

5-1-1938 

Drawer  28 

IlgSS 

no  date 

Drawer  39 

14227 

no  date 

Drawer  65 

P-97-S1 

198! 

Drawer  65 

P -5  9-7  9 

6-30-1979 

Drawffl-  66 

15605 

1 1-15-1945 

Bock  700-999 

na 

12-1-1939 

Book  700-999 

na 

nodste 

Book  1200-1649 

na 

no  date 

Book  700-999 

na 

no  date 

ADPWEE-2  box  7 

na 

1985 

Drawer  39 

14225 

4-17-1952 

Book  1200-1649 

na; 

6-30-1940 

Book  200-399 

na 

7-7-1941 

ADPWEE-2  box  7 

na 

1985 

Drawer  28 

U685 

no  date 

Bo(d£,500Hfi99 

na 

1946 

Book  700-999 

na 

1939 

Book  700-999 

na 

1941 

Book  700-999 

na 

nodatg 

ADPWEE-2  box  7 

na 

1985 

Drawer  64 

2-56-CMD 

4-11-1956 

Drawer  64 

2-56-CNdD 

4-1 1-1956 

Drawer  453 

11-1-1970 

Drawa:28 

11685 

no  date 

ADPW^-2box7 

na 

im 

Drawer  423 

1974 

DrsvKa:  79 

15973 

11-27-1941 

I>rawa:64 

nooate 

Drawer  109 

17486 

8-13-1910 

Drawer  109 

17495 

7-16-1909 

Drawer  1 10 

28102 

7-10-1909 

Book  1200-1649 

na 

6-30-1941 

Document  Name 

h&c.  Alterations  far  Onlnantx  Mf^tmance  Shop 

Shops  &  Yard  Layout 

Pamt  &  Oil  Shed  for  Guard  House 

Shops  &  Yard  Layout 

PaintShop 

Resurface  Concrete  Floor  -  Paint  Shop 
Upgrade  Existing  Paint  Spray  Booth 
Paint  Shop  Lean-To 
PaintShop 

Stors^  ^Kd  -  Paint  Shop 

Paint  Shop 

Paint  Shop  -  Oil  Storage 

Historic  American  Buildings  Survey  Report 

Plan  for  Water  Wash  Floor  Type  Paint  %ir^  Booth 

Paint  Storehouse 
Paint  Warehouse 

Historic  American  Buildings  Survey  Report 
Shops  &  Taid  Lsfout 

Photo  Lab 
Photo  Lab 

Photo  Lab  -  Chemical  Truck 

Hstoric  American  Buildii^  Survejr  Report 

Alterations  to  Bldgs  904  &  909 
Alterations  to  Bldgs  904  &  909 
Detail  Liquid  Fuel  Map,  sheet  6 
Shc^s  &  Yard  Layout 

I^^mc  Aiaci^jan  Buildings  Survey  Report 
General  Site  Plan 

Power  House  M^k^ 

Central  Power  Plant  at  Ft.  Winfield  Scott 
ConsUuction  Plan  for  20K  and  IK  Gallon  Fuel  Oil  Tanks 
Central  Power  Station 
Central  Power  Plant 
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Environmental  Operation 

pmmplwsk  PCB  removal,  boilea:s 

printing  plant 
printing  plant 
printing  plant 
printing  plant 
printing  plant 
printing  plant 
priiituig  plant 


Building 
Number 

1040 

660 

1241,  S145 

1241.  S145 
1235,  S66 

1244,  E51 
1244,  E51 

1242.  E44 


Status 

Existing 

Demolished 

Existing 

Existing 


Existing 
Existing 
Existing 


Document  Type 

Building  Plan 
Building  Plan 
Building  Plan 
Building  Plan 
folding  Plita 
Building  Plan 
Building  Plan 
1983  Installation 


Location 

Lp/  W      Mil  ICII^ 

Number 

Document 
Date 

Drawer  78 

entire  drawer 

1  OQA 

Drawer  3/ 

14740 

no  date 

Drawer  lUO 

1  /ZOJ 

no  date 

-ft  <rt  £1 

utasffec  lUI 

171SftJ,  1  /  lyi 

in  1  ^QA/^ 

Urawer  luz 

p  1 1 

r-iJ-OZ 

S     1   1  Qf^  1 

o-j  J   1  yO  I 

1  Ji  avvcr  lUz 

/  - lo- 1 yoz 

Aimy  Depository 

Report  No.  321 

1983 

Document  Name 

flat  file  of  plant  drawm^ 

no  name 
Printing  Plant 

Conversdrai  of  Whse  to  AG  Printing  Plant 

Coast  Artillery  School  Printing  Plant 

Conversion  of  Topo.  Printing  Plant  to  AG.  Printing  Plant 

Modification  for  A.G.  Printing  Plant 

Axuxy  Environmental  Center,  Installation  Assessment  of  Presidio  of 
SanFfflUfiifflSQ^Enf  Bokms  &  Engineering,  Inc.,  Gainesville. 


printing  plant,  chemical  lab 

1219.  S14 

Existing 

Building  Plan 

Drawer  100 

PSFS  5-50 

3-31-1950 

30th  Engr.  Tc^G,BK 

printing  plant,  fning range 

661 

Existing 

Building  Plan 

Drawer  57 

P5-53 

12-2-1952 

Conversion  of  Bldg661  to  AG.  Publications 

pump  house 

205 

Existing 

Quartermaster  Corps  Form 

Book  200-399 

na 

8-2-1940 

Pump  House 

pump  room 

315 

Existing 

Quartetmaster  Corps  Form 

Book  200-399 

na 

1940 

Booster  Pump  Station 

puttying  plant 

im352 

Existing 

Quartermaster  Corps  Form 

Book  200-399 

na 

1-2-1943 

Punning  Plant 

rsdhroadramp 

655,609 

Demolished 

Am^  Archive  Box  File 

ADPEMR-6box2 

na 

2-10-1983 

Request  for  Approval  of  Disposal  of  Buildir^s,  Army  document  in 

dcmdittcoL  files 

refri^rated  warehouse 

284 

Demolished 

Basic  Mormation  Map 

Drawer  28 

11685 

no  date 

Shops  &  Yard  Leyoyit 

r^gersted  wsFteise 

653,609 

Existing 

Building  Plan 

Drawer  57 

192-25-29 

8-6-1965 

Re&^jjBF^ea  Warehouse 

refrigerated  wai'chousc 

1243,  E45 

Existing 

Building  Plan 

Drawer  1 0 1 

P-26-80 

12-27^1979 

Conversion  of  Existing  Cooler  Box  to  Freezer 

refrigerated  warehouse 

1243,  E45 

Existing 

Building  Plan 

Drawer  101 

P-32-84 

5-8-1989 

Instal  Freezer  Module 

rClIlgClaLCu  WOIiSllltlUSCp 

Pvi  itina 

Building  Plan 

Drawer  101 

7^-1977 

Repair  of  Cold  Storage  Plant 

refiigerated  wardiouse 

605 

Deanolished 

Quartermaster  Corps  Form 

BoQk5P0-699 

na 

1942 

Storehouse 

refrigeration,  electric  shop 

284 

Demohshed 

n»  _  '11'    .  T^i  

Building  Plan 

j-zD - lyj J 

iiiecxricai  oc  Kemgerauon  onop 

refrigeration  wjirehouse 

1242,  E44 

Existing 

Building  Plan 

Drawer  101 

50685 

3-14-1944 

Floor  Plan  for  Bldgs 

refrigeration  warehouse 

1243,  H45 

Existii^ 

Building  Plan 

Drawer  101 

50685 

3-14-1944 

Floor  Plan  for  Bldgs 

sptmgs 

Landfill  2 

Existing 

Basic  Informaticm  Map 

Drawer  420 

1870 

of  the  Military  Reservation  of  the  Pr^dio 

sprmgs,res^vair 

Landfill  2 

^stin^ 

Basic  Information  Map 

Drawer  420 

1909 

Reservation  Map  ? 

springs,  reservoir 

Landfdl  2 

Existing 

Basic  Information  Map 

Drawer  420 

1918 

Reservation  Map  ? 

springs,  timnel,  and  water  shafts 

Landfihl 

Existing 

Basic  Information  Map 

Drawer  420 

1871 

Survey  of  Fort  Point  &  Vicini^ 

springs,  tunnel,  water  shafts 

LandfiU2 

Existing 

Basic  Information  Map 

Drawer  420 

mi 

Survey  <€Fort  PdM  a£i4  Vi!tan% 

Springs,  water  pipeline 

Landfill  2 

Existing 

1995  ThonqjSQn  Study 

Drawer  420 

'niomps<m  Map 

Set 

1996 

Historic  Base  Ivl^)  1870 

vmW  ^sfribution  system 

LandfiU2 

Existing 

1995  Thompson  Study 

Drawer  421 

Thompson  Map 
Set 

7-1-1909 

Historic  Base  Map,  Main  Post  Ai"ea  1 909 

witter  flume 

Lobos  Creek 

Demohshed 

1995  Thompson  Staity 

Drawer  421 

Thompson  Map 
Set 

1870 

Historic  Base  1870 

water  wells 

1454 

Existing 

Building  Plan 

Drawer  110 

ME26-09-01.1 

4-2-1954 

Pump  Mouse  -  wsiet 

Presidio  of  San  Francisco,  Army  Records  Center,  Historical  Environmental  Document  Survey,  Mark  Youngkin,  Community  Member,  Restoration  Advisory  Board,  1996 
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Environmental  Operation 


Buildiftd 
Number 


Status 


Document  Type 


Location 


Document 
Number 


Document 
Date 


Document  Name 


water  wells 
water  wells 


Lobos  Credc 


Building  Kl^ 

Biiildmg  Plan 
Building  Plan 
Building  Plan 


pmr^W 

J>tsmcUO 
Drawer  110 
Drawer  65 


50841 

ME26-O9-01.] 
ME26-09-01.1 
P-16-81 


&  C^^ngofWatsa-  WeUa 


weldiag 


1453 
1452 
926 


Bxisting 
Existing 
Existing 


4-2-1954      Pump  House  -  water 
4-2-1954      Pump  House  -  water 
\mi      Welding  Bench 
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